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The  Aquarium  and  Fire  Boat  Dock,  New  York. 


Brooklyn  Bridge,  New  York. 


Cunard  S.  S.  Lusitania 


S.  S.  Lusitania,  owned  by  the  Cunard 

t,  displacement  45,000  tons.  It  car- 
eers, 890  crew,  driven  by 
ited  by  turbine  engines; 


Steamer  Commonwealth.  Fall  River  Line 


S.  S.  Commonwealth  is  the  latest  addi- 
traveling  public  be- 
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I       Metropolitan  Building,  built  of  marble.     It  is 

whole  block,  h 

is  the  highest  •  It  i-  the 
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